Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 ALGIER 01817 221109Z 

14 

ACTION NEA- 10 

INFO OCT-01 EB-07 ISO-OO /018W 

102137 

R 221040Z JUL 76 
FM AMEMBASSY ALGIERS 
TO USDOC/WASHDC 
INFO SECSTATE WASHDC 4903 

UNCLAS ALGIERS 1817 

E.O. 11652: N/A 
TAGS: BEXP, AG 

SUBJECT: PROPOSED DIESEL ENGINE PLANT AT AIN-OUSSERA 
REF: A) ALGIERS 0693, B) USDOC 12031 

1 . AIN-OUSSERA PLANT REFERRED TO REFTEL B IS PART OF TRADE OP 
SENT AS ALGIERS 0693. 

2. FRENCH EMB. COMMERCIAL OFFICER REPORTS THAT MIDDLE EAST DIGEST 
ARTICLE AND OTHERS IN FRENCH TRADE JOURNALS TO EFFECT THAT FRENCH 
COMPANY WILL COOPERATE WITH ALGERIANS ON ENGINE PLANT ARE FALSE. 
SAYS THERE ARE MANY COMPETITORS BIDDING, BUT HIS IMPRESSION IS 

THAT NEGOTIATIONS ARE NOT FAR ADVANCED. HE ESTIMATES VALUE OF PLANT 
AT $500 MILLION. 

3. EL MOUDJAHID OF JULY 19 REPORTS THAT SONACOME EXPERTS ARRIVED 
JULY 16 IN AIN-OUSSERA FOR SURVEY TO CHOOSE SITE OF PLANT. NOTES 
THAT SITE WILL DEPEND ON RAILWAY LOCATION WHICH UNCERTAIN AT 
MOMENT. ACCORDING TO ARTICLE. PLANT WILL HAVE CAPACITY OF 20,000 
MOTORS (NO PERIOD MENTIONED). 

4. EMB. NOTES REF A REFERS TO CAPACITY AS 97,500 ENGINES PER 
YEAR, AND REF B AS 70,000 PER YEAR. APPARENTLY SIZE NOT YET 
DETERMINED. 

5. WE CAN GET NO INFORMATION AT MOMENT FROM SONACOME.PARKER 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ALGIER01817 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760282-0199 
From: ALGIERS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760734/aaaabdkh.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 ALGIERS 693 
Review Action: RELEASED, APPROVED 
Review Authority: KelleyWO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 5 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15 APR 2004 by ThomasVJ>; APPROVED <28 DEC 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PROPOSED DIESEL ENGINE PLANT AT AIN-OUSSERA 
TAGS: BEXP, AG 
To: COM 
Type: TE 
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